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PATENT SECTION 



PHILIP MORRIS 

MANAGEMENT CORP. 

RO. BOX 26583. RICHMOND, VIRGINIA 23261-6583 (304) 274-2822 

TELEX 827339 

July 27, 1989 


Charles B. Smith, Esquire 

Fish & Neave 

875 Third Avenue 

New York, New York 10022-6250 

Re: PM 1330 and PM 1335 

Electrically Heated Smoking Devices and/or Inhalers 
Dear Charlie: 


Enclosed for review is a background reference ordered by Fran Utsch 
from a search on electrical resistor heating elements assigned to Norton 
Company. 

It appears to be generally related to PM 1330 and 1335, but possibly 
should be looked at for relevance to other BETA cases. 


Very truly yours. 



BAM/drs 

Enclosure: EP 0 180 928 (Washburn) 


Source: https://www.industrydocuments.ucsf.edu/docs/qspj0000 
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